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Ein- und Ausschalter 

Nach dem Ekischaiten sind afle Rechenregister automatisch 
geidschL Der Rechner ist einsatzbereit 

On- and off-switch 

AN working registers are automatically cleared when calculator 
is turned on. 

The calculator is ready tor operation. 

(nterrupteurenciencheur-declencheur 

Apr&s Cenclenchement, tous les registres de cateu/sonf effaces 
automatiquemeni. La calculatrice es f pr€te au service. 

Interrupter de apagado-encendido 

Una vez conectado puedan automaticamente borrados todos ios 
registros de calcylo. 

La catculadora se halla lista para su uso. 


Funktionsiasten 
Function keys 
Touches de functions 
Teclas de funciones 


□ O if! 

Plustaste Minustaste Einzelldschung (Korrektur), Gesamtfoschung 

Plus key Minus key Individual Ciearing. Total Clearing 

Touche d'addihon Touche de soustraction Effacemenl individuel, Eflacentent total 

Tecla de suma Tecla de resta Borrado parcial (correccidn), Borrado parcial 

□ El 

MuH'iptikationstaste Divisionstaste Speicher-VorwaW 

Multiplication key Division key Storage-memory pre-selection 

Touche de multiplication Touche de division Preselection de la memoire 

Tecia de multiplicacidn Tecla de divisidn Preselection de la memoria 



Ergebnrstaste Prozenttaste Kommatasle 

Result key Percentage ke y Decimal point key 

Touche de resultst Touche de pourcentage Touche devitgule 

Tecta deresullados Tecia de porcentajes Tecla de ia coma 





Beschreibung der Funktionen 


Beschreibung der Funktionen 


Batterie-Wecbsei 

Nach Herausschieben des Gehausedcckels (Fiucksene) kdnnen 

drei Batterien der Grofie AAA, Micro, IEC RO 3,1.5 V eingelegt 

werden- Dabei is! foigendes zu beachten: 

Die Batterien mussen poirichtig. enfsprechend derKennzeich- 
nung eingelegt sein. 

2. WShrend der Rechenpausen sollte der Rechner ausgeschaltet 
werden, um BatteriekapazitSt zu sparen. 

3. Verbrauchte Batterien mussen aus dem Rechner entfemt werden. 
da die Gefahr des Ausiaufens und damit Beschadigung des 
Rechners besteht. 

4. Die Batterielebensdauer ricbtet sich hauptsachlich nach der 
BatteriequaHtat. Die besten Ergebnisse (ca. 13 Std ®) werden mit 
Atkali-Mangan-Batterien erzielt. 

5. Sind die Batterien verbraucht, verlischt die Anzeige. Sis dahin 
arbeitei der Rechner korrekt. 





Loschen 

Knzellbschung; einmalige Betatigung 
Gesamtlbschung: zweimafige Betatigung 

Rechentasten 

Der Rechner arbe’rtei nach dem mathematischen Rechensystem, 
d. h. die Tastfoige entspricht der Schreibweise des Ansatzes, 
Kettenrechnungen kdnnen direkt ohne Abrul von Zwischen* 
ergebnissen ermiUelt werden. (Kurzwegrechentechnik] 

Mit der Ergebnistaste werden affe Operationen der vier Grand ~ 
rechenarten abgeschlossen. Vor Beginn einer neuen Rechnung 
mu0 dann nicht gelbscht werden. 

Prozentautomatik, Konstante 

Die Durchfuhrung von Konstanl- und Frozentrechnungen rst aus 
den Rechenbeispielen zu ersehen. 
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Seschreibung der Funktionen 


Speicher 

Eingaben und Ergebnisse konnen posiliv bzw. negativ uber diese 
Tasten stelienrichtig in den Speicher eingegeben werden. 

Es kann aber auch direkt im Speicher addiert Oder sublrahiert 
werden 

Wird saldiert. werden negative Ergebnisse gekennzeichnet, 

Bei Ubemahme des ersten Wertes in den Speicher leuchtet in der 
An 2 eige links der Dezimalpunkt aut. 

Jeder in den Speicher eingegebene Wert bleibt so lange'in der 
Anzeige erhatten.bis etne Neueingabe erfolgt. 

Speicherruckruf 

Mit dem so ubertragenen Wert kann dann wie mit einem ein- 
getasteten Wert weitergerechnet werden 

Loschung des Speichers 
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Description of functions 


Change of batteries 

Posh the battery housing cover to the left to insert the three 

1,5 V batteries (size AAA, Micro, IEC RQ3). 

The following points have to be observed: 

1. The batteries must be placed correctly, i. e. plus to plus and 
minus to minus, 

2. During calculating breaks the calculator should be switched 
off In order to save capacity of batteries. 

3. Used batteries should be removed from the calculator 
because the danger of running-out and thus damage of the 
calculator exists. 

4. The battery-operation depends mainly on the quality of 
batteries. The best resuits (appr. 13 hours will be obtained 
with alcali-manganese batteries. 

5. If the batteries are run down, the display will darken. Up to 
that moment the calculator will work correctly. 



Description of functions 


Description of functions 





CSear 

Clear entry: depress once 
Clear all: depress twice 

Calculation keys 

The calculator works on the mathematic calculating principle: 
The sequence of depressed keys corresponds to the 
mathematic statement 

Chain calculations can be made directly without subtotals 
(short*cut calculation method). 

The result key completes ail four basic calculating operations. 
No clearing Is therefore necessary to begin a new calculation. 

Automatic percentage, Constant 

Please see the calculation examples for the method of 
operations for the constant and percentage calculations. 
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Memory 

Inputs and results can be digit correct both positively and 
negatively into the memory. 

But one can also add or subtract directly inside die memory. 
When balancing, the negative results are indicated. 

As soon as the first value has been entered into the memory, 
the decimal point on the left side of the display lights up. 

Each value entered into memory is shown on the indicator until 
3 new entry is made. 

Memory Recall 

One can continue to calculate with the value carried over in the 
same way as with a value that has been keyed in. 

Clearing of memory 
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Description des fonctions 


Description des fonctions 


Echange des piles 

Apres avoir glisse tecouvercle tie ia boite (verso), trois piles de 

gran dear AAA. Micro, IEC RO 3,1,5 V peuvent etre introduces. 

A respecter ce pursuit: 

1 . Les piles doivent &tre posees selon Vindication portee sur 
t'appareii poor la vraie mise des pots. 

2. Pendant les pauses de caicufs la calculatrice devrait etre eteinte 
pourepargner la capacity des piles. 

3. Des piles usagees doivent etre retirees de la calculatrice pour 
eviter Vdcoulement entrainant I'endommagemenl de Vappareil. 

4. La duree de fa pile depend de sa qualite. Les meilleurs resultats 
sont obfeniis avec des piles Atkali-Mangan. 

5. Lorsqite les piles sont usagees. Vatfichage s‘eteint. 




Effacement 

Annulation individuetle: operation unique 
Annulation globale: operation double 

Touches de cafcu! 

La calculatrice travaille d'apres le systeme de calcul mathematique. 
cAd. le calcul est entre tel que la disposition arithmdtique est Petite. 
Des calcuts en chalne se font soiutionrter directemcnt. sans Vappel 
de sous- totaux {technique de calcul abregO). 

Tous calcuts des quatre operations elementaires sont terminespar 
la touche de resultat. Avant de commencer une nouvelle operation, 
iln’est pas necessaire deffacer. 

Pourcentage automatique, Constante 

Pour la mSthode de travail des caicufs de constante et pourcentage 

voir examples de catculs. 



Description des fonctions 


Descripcion de tas funciones 







Me moire 

Ces chiftres permanent rmtroduciion positive ou negative et a 
positions correctes de chiffres a entrer et de resuitats. 

On peut done additionner ou sousttaire aussi direclement dans la 
memoire. 

Si Ion so Ide. les rbsultats negatifs s ont caracterises. 

tors de i'entrdc de la premibre vateur dans la memoire, (e point 
decimal s'altume a gauche de I'annonce. 

Chaque valeur entree en memoire demeure dans le viseur tant 
qu’une nouvelle n'est entrbe. 

Rappel de la memoire 

Ainsi , on peut avec le valeur reportee, continuer zt catculer avec 
une valeur maniputee. 

Annulation de la memoire 



Cambio de ias pilas 

Despues de haber quitado la tapa de la cascara (parte trasera) 

se puede cotocar tres pilas del lamano AAA. Micro, IEC R03. 

1.5 V. temendo que considerar to siguiente: 

i . Las pilas tienen que ser cotocadas segun las senas mdicadas. 

2. Cuando no se usa la maquina, se tiene que apagaria, para 
ahorrar ia capaddad de Ja pila. 

3. Hay que quitar las pilas vacias de la maquina. ya que exisle 
et peligro de danar la calculadora dejando salir el liquido de la 
pita. 

4. La duradon de la pila en primer lugar es cuestidn de la calidad. 
Los mejores resuKados se consigue con pilas de Alkali-Mangan. 

5. Cuando las ptias eslan vacias. no hay senai de numeros en la 
pantalla. Hasta este momento trabaja la maquina periectamente. 




Description de las funciones 


Description de las funciones 



Borrado 

Borrado parcial; oprimir una vez 
Borrado total: oprimir dos veces 

Teclas de calculos 

Esta calculadora trabaja por ei sistema de caiculo matematico, 
es derir, ia sucesion de opreston de teclas equivale al mode de 
escritura del pianteo det caiculo, 

Calculos en cadena pueden ser efecfuados direcfamente sin 
necesidad de! fa mar los subtotals, (Tecnica de operacton coital. 
Con la tecla de resultados quedan concluidos todos los 
calculos con las cuatro operaciones aritmeticas fundamentales. 
Por ello no es necesario borrar antes de comenzar un nuevo 
caiculo. 

Automatico de porcentajes, Constantes 

£1 modo de hacer calciriaciones de constante y porcenfaje se 
puede ver en los ejemplos adjuntos. 
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Registro anulador 

Los ingresos y resultados pueden ser entrados en la memoria 
positiua resp. negativamenle, con posicion decimal correcta, 
sirviendose para etlo de estas teclas. 

Pero tambien se puede sumar y restar direclamente en el 
registro. 

Si se resta queda mercado cada resuttado negativo. 

Al entrar el primer valor en la memoria. el punto decimal ilumina 
en la parte izquierda de la pantafla. 

Cada valor introducido en el registro permanece indicado en el 
visor hasta que sea efectuaca una nueva introduccion. 

Llamada del registro 

Con el valor transferido de este modo se pueden seguir los 
calculos igual como con un valor introducido. 


Borrado de la memoria 
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17+23-40 83 83 17 0 23 0 40. 

91.52+7.83+122.5= 221.85 91.52 Q 7.83 O 122.5 0 221.85 

18.3-9.8=8.5 18.3 Cl 9.8 0 8.5 


2.5-t-8.063-15.42= -4.857 2.5 S3 8.063 Cl 15.42 0 -4.857 


9.5x2.8=26.6 __ 5.9 gj 9.5 0 2,8 0 _286 

275.3x8x 6.4 = 14095.36 275.3 0 8 0 6.4 0 14095,36 

123456 x 2222 - 123456 0 2222 0 [2.7431923 

Z3 2.7431923 

B2 0. 

3 2 =9 30 0 9. 


225:5-45 _ 225 B5B _ 45. 

159:14 = 11.357142 _ 159H140 11.357142 

0073:9562 = 0.0000076 .073 H 9562 0 0.0Q00Q76 

18.3:0.27:4.8=14.12037 _ 18.3H.27B4.8B 14,12037 

100000:0.0002= 100000 0.0002 0 [ 5* 

@3 5. 

@3! 0. 


5x10' 




Konstante 

Constant 

Constanle 

Constantes 


18.45+3.7=22.15 

mm 18.45GJ 3.7 0 

22.15 

9.06+3.7 = 12.76 

9.06 b 

12.76 

0.81+3.7= 4.51 

.si b 

4.51 

113.2 -68.3= 44.9 

113.2 a 68.3 B 

44.9 

22.08-68.3=-46.22 

22.08 B 

- 46.22 

69.57-68.3= 1-27 

69.57 B 

1.27 

9.3x17-158.1 

9.3 0 17 B 

158.1 

9.3*12 = 111.6 

120 

me 

9.3*15 =139.5 

150 

139.5 

202.88:25.36= 8. 

202.88 a 25.36 B 

8. 

142.016:25.36= 5.6 

142.016 B 

5.6 

98.904:25.36 3.9 

f g----- 

98.904 Q 

3.9 


(2.9+8.3} x 7=78.4 

2.9 a 8.3 Q 7 B 

78.4 

5.3x12 „ _ 

-12=3.9 

4 

5.3 0 12 B 4 a 12 B 

3.9 

^=0.1428571 

1B7B 

0.1428571 

7 

oder/or/ou/o 7BOE3 

0.1428571 


826.5x9 ." ..~~ """ ' "" ... 

— -- - = 1458.5291 8.3 & 4 0 7.2 

8 . 3 + 4 - 7.2 _ Q B B Q 826.5 B9B 1458.5291 

20 QSSB 32 . 


1.07QBQBQB 

d 5000 m 8590.9305 


2 S ~32 _ 

1,07 8 x 5000= 8590.9305 




1973 17563 
1972 12795-100% 


17563 B 12795 B 4768. 

12795 US 37.264556 


1279=100% 

? = 12% 

1279 Q 12 El 

153.48 

1279 =100% 

153.48= ? % 

153.48 B 1279 B 

12. 

180.00 

180 a 15 81 

27. 

+ 15% 27.00 

B 

207. 

207.00 

O 3 El 

6.21 

- 3% 6.21 

200.79 

B 

200.79 


+/- 4768-+37.26% 


120=100% 

120 a 15 ES 

18. 

? - 15% 

25 m 

30. 

? = 28% 

35 m 

42. 

? = 35% 
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12+13+14=39 


2.5+9.78= 12-28 
8.6-0.53 = 8.07 
20.35 

19 x3.6= 68.4 
17.2x9. 8=168.56 
236.96 


d E3 12 O S3 13 O S3 
14 Cl S3 0 5 

O EES 

m 

2.5 S3 9.78 50 S3 

8.6 0 .535 0S3 

05 

O S3 19 5 3.6 5 0 S3 

17.2 E3 9.8 50 S3 

05 


68.4 

168.56 

236.96 


^ + m _|| =4 . 31 

3.9 3.9 3.9 


123= ? % 
456= ? % 
789= ? % 
? = 100 % 


OE3l7.5B3.95 OH 

8.650 0 9.35 OB 

O 5 . 4.3076923 

0 E3 123 S3 456 S3 789 S3 1368. 

Si 23 BO S3 . 8.991228 

456 BOB . 33.333333 
789 BOO . 57.675438 
0 5 . 99.999999 



